LATTICE-TOP FENCE 


FENCE PANEL: 3-3/4" DEEP X 69-1/8" HIGH X 83-7/8" WIDE 
GATE: 3" DEEP X 40-3/4" WIDE X 67-5/8" HIGH 


2‘-l-l/8" 



GATE DETAILS 


SIDE SECTION VIEW 


TOP SECTION VIEW 












































































































































































